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ACTION SY-07 

INEO OCT-OI ISO-00 AE-05 /013W 

II2518 

P R 30I300Z APR 74 
PM AMEMBASSY NAIROBI 
TO SECSTATE WASHDC PRIORITY 6787 
INEO AMEMBASSY ADDIS ABABA 
AMEMBASSY PRETORIA PRIORITY 

CONPIDENTIAL NAIROBI 3532 

DEPARTMENT POR A/SY/T, SY/FO, AND NSU: ADDIS ABABA 
FOR RSS; PRETORIS FOR TSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: BELT INSTALLATION, AMERICAN EMBASSY, NAIROBI 
REF: NAIROBI 3349 

1 . WALL PANEL MATERIAL ON SITE AND MATERIAL POR TWO 
NAIROBI BELT SYSTEMS RECEIVED. SEABEE TEAM MEMBER 
HERE WITH BELT INSTALLATION EXPERIENCE QUESTIONED 
WHETHER ENOUGH MATERIAL PROVIDED TO COVER WALLS AND 

PLOORS OP BOTH AMBASSADOR AND DCM OPPICES. PLEASE 
ADVISE. 

2. CARPETING FOR AMBASSADOR AND DCM OFFICES EXPECTED 
IN PORT SHORTLY, BUT DELIVERY TO POST COULD BE WEEK 

TO TEN DAYS. POST WOULD LIKE TO MOVE AHEAD IMMEDIATELY 
WITH INSTALLATION OP BELT MATERIALS ON WALLS. 

IN VEIW 

POSSIBILITY OP INSUPFICIENT BELT MATERIAL AND DELAY OF 
CARPET, RSO RECOMMENDS INSTALLATION OP BELT MATERIAL 
ON WALLS ONLY AT THIS TIME. IP INSTALLATION OF BELT 
MATERIAL ON BOTH PLOORS IS REQUIRED TO COMPLETE SYSTEM 
AND ENOUGH MATERIAL REMAINING, PLOOR INSTALLATION COULD 
BE DONE ANYTIME APTER CARPET ARRIVED. NO RESPONSE TO 
CONPIDENTIAL 
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REFTEL YET RECEIVED ON WHETHER FLOOR INSTALLATION 
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MANDATORY. PLEASE ADVISE BY RETURN PRIORITY CABLE. 

3. BELT INSTALLATION ON WALLS TO BE ACCOMPLISHED IN 
FOLLOWING MANNER: SEABEES TO INSTALL BELT MATERIAL AND 
COVER WITH ONE-INCH COMPOSITION BOARDS, LOCAL CONTRACTOR 
THEN TO PANEL BORADS WITH VENEER SHEETS. 

4. NO REPLY YET RECEIVED TO REFTEL REQUEST NSU AUTHORIZE 
SEABEE TEAM ASSIST INSTALLATION NAIROBI BELT SYSTEM. 
NAIROBI TCU EXPANSION WILL BE COMPLETED 1-2 DAYS AND 
BELT INSTALLATION ESTIMATED 10 WORKDAYS. PLEASE 
AUTHORIZE BY RETURN PRIORITY CABLE. 

MARSHALL 
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